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LO 


Effective: December 3, 1956 

Supersedes: November 13, 1956 

Revision: E 

LIST A 
SYSTEM 1 
ESTIMATED NO. OF ESTIMATED 

NOMENCLATURE UNIT COST UNITS AMOUNT 
Ay Unit, Complete $ 374.25 2 $ 748.50 
A, Unit, Complete 434.50 2 869.00 
Cable Assy., Coaxial 1.50 2 3.00 
B Unit, (Less Top Cover) 3,442.00 1 3,442.00 
Cable, Cy Unit and Co Unit 
to Bulkhead 6.00 al 6.00 
Cable, C, Unit to Cy Unit 6.00 2, 6.00 
Cable, Bulkhead to B Unit DELETED 
Cable, Assy. (with heater plug) 1 
Cy Unit 565.00 2 1,130.00 
Co Unit 354.43 re 354.43 
Manual, Instruction 1 
Cover, B Unit (with heaters) or 
MP 10069 Cover, B Unit (without 
heaters ) may be used in lieu of 
MP 10895 212.00 1 212.00 
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